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REVISION RECORD 


LTR 


REVISIONS DONE OR ECO NUMBER: 


DATE: 


A01 


Chg’d R221. 280 from 137K0 to 158K0 
Chq’d R278, 279 from 100K0 to 110K0. 




07/10/96 


A02 


Chg'd R160, 161, 164. 166, 167, 170, 309-311 
from 536K IX to 2M 5X to correct mute "thumo" 




08/16/96 


B.OO 


Chg'd to surface mount 


RB/KW 


12/10/96 


C.OO 


Minor changes to bring into spec. 


RB 


3/31/97 


C.01 


TWEEKED VALUES. CHNG OP AMPS TO 4560's 


RB 


12/4/97 


C.02 


REPLACE 2 EMI FILTERS WITH FERRITE BEADS ON 
SUPPLY INPUT 


POWER 


12/8/98 



C16 

4.7/NP 



B 



MIC 1 

(HI PRIORITY) 




NOTE: 

ALL DIODES ARE 1N4148 
UNLESS OTHERWISE NOTED. 



4-7pF 



HIGH PRIORITY INPUTS: 

IF ABOVE THE SET THRESHOLD. THIS INPUT 
WILL CAUSE ALL OTHER INPUTS TO MUTE. 
THIS INPUT CANNOT BE MUTED BY 
ANY OTHER INPUT. 



DRAWN: n 
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6/26/95 


RELEASED: 


DATED: 
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Lynnwood. WA 98037-2303 USA 


TITLE: 

450 - MIC/LINE MIXER 


REV: 

0.02 


DRAWING NO: 

52 450- 1 
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E3 MUT_MID_M 

SH6 




rh .„ci8 — 



V rfi 



THIS INPUT WILL MUTE IF MIC 1 
IS ABOVE THE APPROPRIATE THRESHOLD. 

IF THIS INPUT IS ABOVE THE THRESHOLD. 
LINE INPUTS 3-10 WILL MUTE. BUT MIC 1 
WILL NOT. 



47pF 



DRAWN; 


DATED: 
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DATED; 



SYMETRIX INC. 
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TITLE: 
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REV: 
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LINE 4 
INPUT 

(RIGHT) 



c 



B 



LINE 3 
INPUT 

(LEFT) 
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j+ 









1/4" TRS JACK 



V 



J3 









1/4" TRS JACK 



C26 



C28 

470pF 



R63 

-^wv 

1K00 

R64 

-^vw 

1KOO 



THESE INPUTS MUTE IF MIC 1 OR MIC 2 
ARE ABOVE THE SET THRESHOLD. 

IF EITHER OF THESE LINE INPUTS 
ARE ABOVE THE SET THRESHOLD. 

LINE INPUTS 3-8 WILL MUTE. 



] > MID_PRI_M 

SH6 






C29 

470pF 



m 



A PLUG INTO ONLY LEFT 
LINE INPUT CHANNEL WILL 
DRIVE BOTH CHANNELS. 

IF BOTH PLUGS ARE INSERTED. 
BOTH CHANNELS ARE INDEPENDENT 



V 



R71 

-AAA. 

IKOO 

R72 

-^AA. 

IKOO 



C35 C36 

47QpF~ |~^~P ^7QpP 



V 



rti 




CZ> MUT_L0_M 
SH6 



< I THRS_M 
SHI 



\ > MUT_L0_S 

SH6 



< I THRS_S 
SHI 

\ > MID_PRI_RT 

SH6 



\ > MID_PRI_LT 

SH6 
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DATED: 
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DATED: 
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TITLE: 
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(JUKE BOX) 
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LINE 8 
INPUT 

(RIGHT) 



LINE 7 
INPUT 

(LEFT) 



B 



LINE 6 
INPUT 

(RIGHT) 



LINE 5 
INPUT 

(LEFT) 




THESE INPUTS WILL MUTE IF EITHER 
MIC 1, MIC 2. OR LINE 3-4 ARE 
ABOVE THEIR RESPECTIVE THRESHOLD. 



R150 

wv 

30K1 



R151 

WV 

30K1 



R152 

WV 

30K1 



R120 

ww 

30K1 



R121 

AAA — ' 

30K1 



-I > L0_PRI_M 
SH6 



-I > L0_PRI_RT 
SH6 



-I > L0_PRI_LT 
SH6 



R122 

AAA 

30K1 

NOTE: SW7 & 8 ARE STACKED PAIRS 
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DATED: 
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LINE 10 
INPUT 

(RIGHT) 
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B 



LINE 9 
INPUT 

(LEFT) 



R124 
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1KOO 



C74 



. C70 
- 470pF 



4.7/NP 



. C73 
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rti 
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R132 

AAAr- 

1KOO 



V V 



. C77 
- 470pF 



4.7/NP 



m 



C80 

470pF 



LINE 9-10 
MONO 

(SHOWN OUT) 
2 




THIS INPUT WILL MUTE IF EITHER MIC 1. 
MIC 2. OR LINE 3-4 ARE ABOVE THEIR 
RESPECTIVE THRESHOLDS. 



R156 

wv 

30K1 



- I > LO_PRI_M 
SH6 



LINE 9-10 
STEREO 

(SHOWN OUT) 

R157 

AAAr 

30K1 



-I > LO_PRI_RT 
SH6 



o SW9-C 
NOTE: SW9 IS STACKED PAIR 



R158 

AAAr 

30K1 



-\ > L0_PRI_LT 

SH6 
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MID_PRI_LT 

SH3 



L0_PRI_LT 

SH4.5 



MUT_L0_S 

SH3 



L0_PRI_M 

SH4.5 




TO DUCK INSTEAD OF MUTE, SHORT: 





LO PRIORITY 


MID PRIORITY 


HI PRIORITY 


MONO 


JP1 


JP4 


JP7 


STEREO 


JP2, JP3 


JP5, JP6 


JP8, JP9 



JDRAWING NO: 



BUS_LFT 

SH7 



MUT_HI_S 

SHI 



BUS_MON 

SH7 



MUT_HI_M 

SHI 
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0UT_S1L 
SH8 



STEREO R219 
LEVEL 



REMOTE 
CONTROL 
STEREO 

(5dB/lV) ,/4„ JR5 



BUS_RT I > ■ 



OUT_Ml 



MONO R34 

LEVEL 



J20 

REMOTE n 
CONTROL 
MONO 

(5dB/1V) 




MONO 

OUTPUT 



OUT_M2 
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MONO OUTPUT 



I -30dB 
2N4403/*/* 




STEREO OUTPUT. RIGHT 



OdB +15dB 



DRAWN: 


DATED: 


RELEASED: 


DATED: 



COMPANY: 


SYMETRIX INC. 






14926 35th Avenue West 






Lynnwood, WA 98037-2303 USA 




TITLE: 


450 - LIGHT SHOW 


REV: 

C.01 



DRAWING NO: 



52 450- 1 



SHEET: 8 OE 9 






450-1C02 . SCH-9 



Mon Jun 19 15:45:09 2006 



J15 

DIN7_TEMP 
6 _ 



N/C 

CENTER TAP 




+24V 




^D4 ^D6 

1N4003 


C141 

1000/35 


V 


V 


A 

D23 


iL 

C143 

1000/35 


-24V 


+24V CD — 


1 .'-V'-V-N 1 




C133 
1 1 




L2 




1 1 
47NP 










R281 






PI 

D3 

RED 


4K99 



Z2 ^ 
1N4742 i 

C134 
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